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UNCLASSIFIED 

PAGE 01 PARIS 11016 071650Z 
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ACTION AEC- 11 

INFO OCT-01 EUR-25 ISO-OO ACDA-19 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-07 RSC-01 SCI-06 FEA-02 EB-11 DRC-01 
/111 W 

062777 

R 071620Z MAY 74 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 8916 
INFO USMISSION EC BRUSSELS 

UNCLAS PARIS 11016 

DEPT PASS AEC; EC BRUSSELS FOR ROSEN 

E.O. 11652: N/A 
TAGS: TECH, TGEN 

SUBJECT: PHENIX FAST BREEDER REACTOR 

REF: ROSEN-MALLOY TELECON MAY 2 

SCIATT TELEPHONED CEA DIRECTOR REACTOR RESEARCH 
DIVISION GEORGES VENDRYES TO ASK ABOUT RUMOR THAT 
PHENIX FAST BREEDER HAD RUN INTO UNEXPECTED DIFFICULTIES. 
VENDRYES REPLIED THAT FOR SEVERAL WEEKS PHENIX WAS SHUT 
DOWN OR OPERATING AT BELOW MAXIMUM POWER OWING TO A 
PLANNED SERIES OF TESTS. AFTER THESE TESTS ARE COM- 
PLETED THE PHENIX WILL BE RETURNED TO FULL POWER, 
PROBABLY IN TWO OR THREE WEEKS. HE EMPHASIZED THAT THE 
PHENIX REACTOR IS EXPERIENCING NO SERIOUS UNFORESEEN 
TECHNICAL DIFFICULTIES AND IS PROGRESSING WITHIN 
SCHEDULE. HE ADDED THAT ON MAY 3 THE OPERATING TEAM 
TOOK OVER FROM THE EXPERIMENTAL TEAM. 
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